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CLINE SYSTEM FULL AUTOMATIC PUSH BUTTON CONTROL 
FOR ALL SIZES, TYPES AND MAKES, OF PRESSES 


Full Automatic Two-Motor 
Direct Current Controller 


Control 
Station 


Full Automatic Two-Motor 


Alternating Current Double-Motor Press Drive, Alternating Current 
Controller 


Some Users 


Chicago Tribune 
New York Times 
Pittsburgh Press 
New York News 
Cleveland News 
Columbus Dispatch 
Chicago Evening Post 
Toronto Star 
Salt Lake Tribune 
Rochester Times Union 
New York Telegram 
San Francisco Chronicle 
Detroit Free-Press 
Cincinnati Enquirer 
Louisville Courier-Journal 
Kansas City Star 
Toledo Blade 
Dayton Daily News 
Canton Repository 
Buffalo Evening News 
Reading Times 
Los Angeles Times 
Omaha World-Heraid 
Des Moines Register-Tribune 
Sydney (Australia) Sun 
Long Beach Press-Telegram 
Pasadena Star-News 
Worcester Telegram 
Ottawa Journal 
Vancouver Province 
Altoona Mirror 
San Francisco Bulletin 
Hartford Courant 
Minneapolis Journal 
Providence News 
Los Angeles Herald 
U.S. Daily Publishing Co. 
Indianapolis Star 
Knickerbocker Press 
Memphis Commercial-Appeal 
Erie Daily Times 
St. Louis Globe-Democrat 
Harrisburg Patriot 
Seattle Times 
Harrisburg Telegraph 
Ironwood Daily Globe 
Montreal La Presse 
Seattle Post-Intelligencer 
Highpoint Enterprise 
Cincinnati Times-Star 
Wilmington Every Evening 
Denver Post 
Norristown Herald 
Border Cities Star 
Hazelton Standard Sentinel 
Jackson Patriot 
Rochester Democrat 
Nashville Banner 
Winston-Salem Sentinel 
Miami Herald 
Newcastle News 
Waltham News-Tribune 
Flint Journal 
Olean Times 
Manitoba Free-Press 
Fayetteville Observer 
Fresno Republican 
La Van Guardia, P. I. 
Chicago Daily News 
Labor, Washington 
Aberdeen World 
Latrobe Bulletin 
St. Paul Dispatch 
Roanoke Times-World 
Ft. Wayne Journal-Gazette 
Greensboro News 
Houston Chronicle 
Washington Observer 
New Britain Record 
St. Louis Star 
Rome Sentinel 
Seattle Star 
Lajornado 
Grand Rapids Press 
Raleigh Times 
Warren Tribune 
Pittsburgh Observer 
Port Arthur News 

- Raleigh News & Observer 
Waterloo Courier 
Fairmont Times 
Tulsa Tribune 
Canton News 
Denver Rocky Mountain News 
Greensboro Record 


— and others 


THE SPIRIT of THE CLINE SYSTEM 


INSURES 
CONTROL OF MATERIAL AND SPEED IN THE NEWSPAPER PLANT 


PAPER LIFT 
FULL AUTOMATIC 


SELECTIVE 
PRESS CONTROL 


CONTROL STATIONS 
FOR SPEED 
AND TENSION 


PLATE DROPPER 


PAPER ROLL LIFT 
AND LOWERATOR 


PLATE CONVEYOR 


ONE MAN LIFT 


DOUBLE MOTOR 


PAPER DOLLIES 
PRESS DRIVE 


TRACKS, ETC. 


CLINE REELS AND 
AUTOMATIC 
ELECTRIC TENSION TRANSFER TABLE 


SAN FRANCISCO 
First National Bank Bldg. 


NEW YORK 
47 West 34th St. 


List of CLINE 
Equipment 


GOs 


Cline System of Full 
Automatic Press 
Control 


Cline Selective Full 
Automatic Control 
for Multiple Unit- 
type Presses 
¢ 


Ciine System Paper 
Roll-Stands 


e 


Cline System Auto- 
matic Electric 
Tensions 


Cline - Westinghouse 
Stereotype Motor 
Equipment 


g 


Cline - Westinghouse 
Linotype Drives 


¢ 
Cline - Westinghouse 


Motor Equipments 
for fans, pumps, etc. 


¢ 
Cline - Westinghouse 
Electric 


Stereotype Metal 
Pot Heaters 


Cline-Capital Roll 
Lift and Luwerator 
Cline-Capital 
Plate Dropper 
¢ 
Cline-Capital 
Plate Conveyor 
¢ 
Cline-Capital Paper 
Trucks, Tracks, 


Transfer Tables, 
etc. 


CLINE SYSTEM 


Controls the Web Tension 


CLINE SYSTEM AUTOMATIC ELECTRIC TENSION 


CLINE ROLL STAND WITH AUTOMATIC ELECTRIC TENSION 


TENSION ADJUSTMENT PRESS SPEED 
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Tension 
Control 
Station 
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TENSION RELEASE AND 
PASTER BUTTON STATION 
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CLINE ELECTRIC MFa. Co. 


MAIN OFFICE. CONWAY BUILDING, 111 W. WASHINGTON ST.. CHICAGO, ILL. 


WESTERN OFFICE 
FirST NAT'L BANK BLDG. 
SAN FRANCISCO, 
CALIFORNIA 


EASTERN OFFICE 
MARBRIDGE BLDG. 
47 WEST 34TH ST 
NEW YORK CITY 
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